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1. INTRODUCTION 

Embedded networks have become increasingly important. This change is not strange to that of 
power electronics, quite the opposite. The reliability and robustness offered by static converters when 
combined with electrical machines have naturally led to their massive use. 

Nowadays, interior permanent magnet synchronous motors (IPMSM) are expected to be applied to 
propulsion systems of electric vehicles for their high power and torque density, high efficiency, large 
constant power operation region, robust mechanical construction and cost-effectiveness. However, their large 
torque ripple is an obstacle in practical applications of PMSMs to vehicle propulsion. According to the 
litterature review, [1, 2] gave more attention to reduce the torque ripple in PMS motors for EV 
traction applications. 

For embedded applications, synchronous permanent-magnet motors powered by a converter have 
good energy efficiency, power density, and high specific torque with the capability to ensure maximum 
torque from zero speed to base speed and to extend its operation beyond the base speed while ensuring high 
torque at low ripples thanks to its control. These motors are also known for their low weight and volume. On 
the other hand, some disadvantages exist such as the high cost of magnets and the demagnetization of 
permanent magnets at high temperature. The direct torque control for EV-traction means the torque control of 
a traction motor [3-8]. Thus, the DTC strategy for IPMSM drive is the right candidate for the 
highperformance control to meet the EV-traction requirements. The major advantage of DTC is the fast and 
accurate torque response with low torque ripple which is used in the embedded systems [9]. Direct torque 
control (DTC) applied to asynchronous machines appeared in the 1980s [10]. Its principle is to select one of 
the eight voltage vectors generated by the different possible configurations of the inverter switches in order to 
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maintain the stator flux and the electromagnetic torque inside two hysteresis boundries. Proper application of 
this principle allows decoupling of the control between the flux and the torque without the need for a 
coordinate transformation or pulse width modulation for generating the control pulses of the inverter switches 
[11]. The DTC has a simplified structure, robust with respect to the variations of the parameters of the 
machine [12, 13]. 

In this paper, we have chosen an NPC (Neutral Point Clamped) distributed-level three-level inverter, 
which is a very interesting converter for powering high-power machines. This makes it possible to increase 
the power delivered to the load and to improve the shape of the output voltage so that it is closer to the 
sinusoid. The general idea of multi-level inverters is to generate a sinusoidal voltage of several voltage levels, 
typically obtained from DC voltage sources. The increase in the number of levels produces a wave 
of stairs on the synthesized waveform which approaches the sinusoidal wave with the minimum 
of harmonics [14, 15]. 

Knowledge of the rotor position of interior permanent magnet synchronous machines (IPMSM) in 
most variable speed drive systems is required. It is measured by a shaft position sensor or a resolver. 
Currently, many authors have proposed sensorless control strategies using different control methods for 
estimating rotor speed and position. [16-20]. 

In this paper MRAS (Model reference adaptive system) observer is proposed as a sensorless closed 
loop algorithm to detect speed and position due to their design simplicity and fewer computation requirement 
compared with other closed-loop model-based methods [21, 22]. 

There are four sections in this paper. The organization is as follows: In section 2, a mathematical 
model of the interior permanent magnet synchronous motor (IPMSM) is presented. In section 3, a detailed 
study of the principle of direct torque control (DTC) for IPMSM, which fed by a NPC structure three-level 
voltage inverter, is carried out based on the analysis of the Switching table, including five level hysteresis 
controller of torque and three level hysteresis controller of flux. In section 4, an algorithm for the sensorless 
drive of IPMSM based on MRAS observer is presented. Simulation and discussion of the Simulink 
waveforms are presented in section 5. In the end, there is a comprehensive conclusion. 


2. IPMSM MATHEMATICAL MODEL 
The mathematical model of IPMSM in the œ- coordinate system can be written as follows; 
Electrical Equations (1), Flux Equations (2), Currents Equations (3) 





di, ; 
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t 
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=o dip 
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According to the previous equations and taking as variables of state the components of the stator 
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3. PRINCIPLES OF DIRECT TORQUE CONTROL 

Figure 6 shows the block diagram of direct torque control of an IPMSM powered by a two-level 
voltage inverter. The estimated value of the stator flux is compared to its desired value and the estimated 
value of the electromagnetic torque is compared to the control torque generated by the speed controller. The 
resulting flux and torque errors are used by two hysteresis comparators shown in Figure | and Figure 2. The 
corresponding output values as well as the number of the stator flux position sector are used to select the 
appropriate voltage vector from FIG. a selection table for generating the pulses for controlling the switches of 


the inverter. The stator @ - J axis flux linkages are an integral of the stator EMF: 


o = [Vos —Ri,,)dt (5) 

da =| -R ip )dt (6) 
Module of flux is: 

b, = 162, +9, (7) 

Ten => PO rpisa ~ bsaisp) (9) 


where R, is stator resistance and Vos V foo Lo of ps are voltage and current a, Pcomponents.IPMSM stator 


winding currents are measured by hall current sensors, and its voltages are calculated by inverter 
switch state. The actual stator flux and torque are calculated by flux and torque estimator. The actual 
stator flux and torque are compared with the reference values in two separate hysteresis controllers: 


3.1. Three level hysteresis controller of flux 
This case, for flux control, the error is located in the three associated intervals that are fixed by the 
constraints: 


D <A% 
2) -Ap<e¿<AG (10) 
3) €es>AH 


Thus, the level of the suitable flux is bounded between —A@ and Agand controlled by a two-level 
hysteresis comparator, Figure 1. As well as its outputs are: 


.=0 (11) 





Figurel. Three level hysteresis controller of flux 
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3.2. Five level hysteresis controller of torque 

The electromagnetic torque is the most important variable for the electromagnetic considerations. 
Therefore, high performances for torque control are required. 
To improve the control of the torque, we associate with the error of the torque five regions defined by the 
following constraints: 


Ep <Ar min2 
Er min2 < Âr < ET mint (12) 
ET max1 < Ar < ET max 2 


ET > AT max2 


The torque control is then performed by a hysteresis comparator with five levels or two upper 


bands( A Ar max 2 Jand two lower bands (Ap min 1> Ay min 2 illustrated by Figure 2. 


T max 1? 
3.3. Inverter switching table 
Depending on the outputs of the hysteresis controllers and the sector where the stator flux is located, 


the voltage vectors delivered at the output of the inverter are chosen to maintain the flux and the torque inside 
the hysteresis bands. The Figure 3 shows an inverter arm. 











Figure 2. Five level hysteresis Controller of torque Figure 3. Diagram of an arm of a three-phase 
inverter with NPC structure. 


The 3 states possible switching sequences are summarized in the following Table 1. 


Table 1. Switching sequences of the three-level NPC inverter. 








Ta To Tos Tka Ys 
1 1 0 0 E/2 
0 0 1 1 0 

0 1 1 ü -E/2 





From table 2, the 27 voltage vectors delivered by the three-level inverter are represented by a 
hexagon as shown in the Figure 4. 

In order to achieve the direct control of the stator flux and the electromagnetic torque of the machine 
controlled by a NPC structure 3-level voltage inverter, we have to develop a switching table optimizing the 
possibilities of the inverter to deliver the necessary commands to increase or decrease the flux and the 
electromagnetic torque by choosing the stator voltage vectors to be applied. 
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Figure 4. Space vector hexagon of three-level inverter. 


Table 2. Switching table for classical DTC 
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Stator flux sector 








a 1 2 3 4 5 6 7 9 10 11 12 
+2 7, 1 Y, 6 Y, y, 7 Vas Y, 8 Ya 1 Vos Vay Vis Y, 5 
+1 Y, , Vn Y, A Y, Ya Y, Vas A Vas Y, 
HL å 0 TS ù A Ma BE O A O O 
1 o Y Va YM Va Y Va Va o Vs Y 
-2 Vag Vs Y, Ve Y, Y, A Vis Vag Vo Vas Yo 
+2 Vn Vi Vs y, 8 i Y, a Yao Vag Vs Va, Vig 
+1 Vn Y, Vas Y, Vag Y, Vas Vo Vag Vs A V6 
0 0 Y, V, Via Vo , 7a Y, , Va Y, , Via 
-1 V, Y, Vas y, Y, , Vas V, Vs Y, Ya Y, 
-2 Vos Yao Vas Vs Y, 7 Vin Vi, Y, Vis Vg Y, 
+2 , 7 Y, Y 8 Va Y, 9 Vas Yo Vas Y, 5 7, 1 , 6 Va 
+1 Y, Y, Y, Va Y, Vas A Vas Y, Y, V, Va 
-l 0 V, V, Vis Vo V, Via Vo , a Y, V, Vis 
sil Y, Vas V; Vas y, Va , Va, Y, Vas Y, Ya 
-2 V5 Ws Vin Vag Vis Va Vie Vo Vy Vas Vs Voy 





4. SENSORLESS CONTROL SYSTEM BASED ON MRAS OBSERBVER 


The need to introduce a speed sensor decreases the reliability of the system. Various solutions have 
been proposed in the control without speed sensor, model adaptive system (MRAS) estimators, adaptive 
reference model systems are the most attractive approaches because of their simple design, their operating 
validity in wide ranges speeds (low speeds, high speeds and their adaptation for both types of machines: 
smooth poles and salient poles). The algorithm of the adaptive reference model system is well known in the 
sensorless control of induction motors, and it has been proven effective, it is based on the principle in which 
the two outputs of the two models are compared: an independent model the rotor speed (reference model) 


AND another model that depends on it (adjustable model) [1, 17, 18, 23, 24]. 


With Park’s transformation, the equations of voltages and fluxes are expressed in the d-q reference 


by: 


a 
v =Ri, rá 


di, 
Va = Ri, +L, ae ee 
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Py = Lila + P; 
: (14) 
a Li, 
By substitution equations (13) and (14) the current model is given by: 
di, Beg E | 
ETE A 
d d d (15) 


di R o L 1 O 
== E — y mPp 





q q q q 


The system model can be simplified using equivalent state igsi; variables and control 


variables v4, V4 


' o ' Rd 
ip=i t y= 
La La (16) 





So, equation (15) can be converted to the equation state of the adjustable model of IPMSM with 


speed angle Om as the adjustable parameter as follows: 














ss s E 9 2, — 0 ; 
i L Loli L v 
aH H Aj A (17) 
dt l Onla R l o — |P 
L L, L, 


Where i 3 „i A are the estimated currents in the d-q axis. The reference model is that of the machine. 


The convergence of the estimated speed Ô, to the measured value œ, is carried out by a suitable adaptation 
mechanism, and the position of the rotor is obtained by integrating the speed. It should be noted that the 
critical point in this process is to have an adaptation mechanism that ensures the system stability. The 
adaptation mechanism is a PI given by (18), (7), (6). Or On (0) is the initial value of the estimated rotor 
speed, construction of the MRAS is shown in Figure 5. 





(18) 











AdaptationMecanism 
Eq (18) i 








Figure 5. The block diagram control based on MRAS 
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5. SIMULATION RESULTS 

In this section, simulations results via Matlab/Simulink will show the validity and the feasibility of 
the Sensorless DTC of IPMSM using the Model Reference Adaptive System (MRAS) method for speed 
estimation. The specifications of the IPMSM used in simulation are given in Table 3 [25]. 


Table 3. The specifications of the IPMSM used in simulation 








Specification Value 
Rated power Py (kW ) ES 
210 
Rated DC voltage U 4e V) 
Poles pairs p 4 
Stator Resistance R (Q) 0.03 
Inductance of d Axis ( mH) 0:26:3 
Inductance of q Axis ( mH) qe 
0.08 


Permanent Magnet Flux of Rotor (4 f (Wb) 


















Switching 
table 
Inverter 











x + Eo fa Se 
o . 
Hysteresis Sa 
+ E, controllers | © s 
> 


Flux & 
Torque 















Figure 6. The block diagram DTC method with MRAS Observer 


In this simulation study, we consider that all motor parameters are known and constant.The 
simulation results show that the torque instantaneously responds to the load disturbance at 0.5s and follows 
its reference. Figure7 (c), Figure 8 (c) and the estimated speed in both directions of rotation perfectly follows 
the reference without exceeding and without any deformation with a very low observation error Figure” (a, 
b). Figures (a, b), The observed current errors show the good estimation of these variables. Figure 7 (d), 
Figure 8 (d). Figure 7 (e) shows that the two components of the flux are in quadrature and that the satoric flux 
vector follows its reference. The response of the flux in the phase plane is practically circular Figure 7 (d). 
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Figure 7. Simulation results for high speed 


(d) Stator Flux in phase plane. 
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Figure 8. Simulation results for low speed 


6. CONCLUSION 

In this paper, we have used the MRAS technique for speed observation in the sensorless DTC 
control of the Interior permanent magnet synchronous machine (IPMSM) whose machine model extracts 
velocity information from measured stator voltages and currents. Using the output of the adjustable model 
and the reference model the rotor speed and position are estimated. The control of the torque and flux are 
designed by introducing two multilevel comparators for the flux and the torque to improve the detection of 
the position of the flux by defining twelve symmetrical sectors in the space of evolution of the flux. Thus, we 
established a table of commutation with more rules and the voltage vector is more optimal. The simulation 
results presented have proved the validity of the sensorless DTC control technique with MRAS estimator. 
Robustness tests are done to highlight the high performance of this proposed strategy. 
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